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LIMITED OFFICIAL USE ISTANBUL 0688 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: RELOCATION GENERATOR FUEL TANK 
REF: ISTANBUL 396 

1. ATO ATHENS HAS RECOMMENDED RELOCATION FUEL TANK WHICH 
SERVES COMM CENTER GENERATOR FROM PRESENT EXTERIOR 
PLACEMENT ADJACENT CHANCERY TO INTERIOR OF GENERATOR 
ROOM. COST TO RELOCATE IS APPROX 200 US DOLLARS. 

2. WITH EMBASSY CONCURRENCE. POST REQUESTS INCLUSION 
THIS FUNDING REQUIREMENT WITH OTHER SECURITY NEEDS 
ENUMERATED REFTEL. 
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